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LIMITED OFFICIAL USE TEHRAN 3343 

E.O. 11652: NA 
TAGS: BEXP 

SUBJ: MINISTRY OF HEALTH HOSPITAL PROJECT 
REE:STATE 78644 

1. OF 6000 BED PROJECT AMERICAN MEDICORP ALREADY AWARDED 2000 
BEDS AND EMBASSY HAS HEARD CABINET COMMITTEE DECIDED APRIL 8 
TO AWARD REMAINDER OE PROJECT TO BRITISH AND FRENCH GROUPS. WE 
ARE ATTEMPTING TO CONFIRM BRITISH/FRENCH AWARDS. 

2. IN VIEW OF ABOVE IT APPEARS VERY LATE FOR INTERNATIONAL 
MEDICAL DEVELOPMENT CORP. EXECUTIVES TO VISIT IRAN UNLESS THEY 
INTERESTED IN PURSUING MIN SOCIAL WELEARE AND OTHER HOSPITAL 
PROJECTS. IF GROUP DECIDES TO VISIT, EMBASSY WILL ATTEMPT 
ARRANGED APPOINTMENTS WITH APPROPRIATE HEALTH OFEICIALS. 

AUDIENCE WITH EMPRESS SHOULD BE ARRANGED THROUGH IRANIAN EMBASSY. 
HELMS 
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